Mullins for regular, Saturday, and Sunday work.  A comparison
of the amounts which B-E shows as being received by Mullins
and Caudill for the period from May 1, 1983, through August 30,
1985, is set forth below:

r,      Saturday      Sjunday '     Total

Caudill $62,703.20 7/ $24,888.32 - $7,314.53 9/ $94,906,05
Mullins "6A/AQOj-.6J --8,008.53 8/ -_ _767.62 -69,376.8.1
Differential 5^71027 5T W67vT$7T9 $6,546.91 $25,529.24

B~E's wage computation is not explained in detail in
that B-E simply multiplied the number of hours worked in each
of several periods for regular, Saturday, and Sunday work by
the applicable rates to arrive at the totals which have been
given in the tabulation above.  Mullins prepared a detailed
calculation of the differential in pay received by Caudill as
compared with the pay which he received,. Mullins calculated
the amount a dispatcher receives for a regular shift, the
amount he receives for a Saturday shift, and the amount he re
ceives for Sunday work.  The dispatcher's rate is slightly
less per hour than the electrician's rate, but the dispatcher
works 8-3/4 hours per shift as compared with the 8 hours per
shift worked by Mullins as an electrician.  For each of the
pay periods involved, Mullins simply subtracted the rate re-
ceived by the dispatcher from the rate received by an elec-
trician to develop a wage differential for the three types
of shifts which pay different rates.  Mullins does not show
the hourly rates he used nor the calculation used by him to
allow for the fact that the dispatcher was working 3/4 of
an hour each shift 'more than the electrician was working.

Mullins does not show, for example, how he allowed for
the fact that the dispatcher worked 3/4 of an hour past mid-
night each day 10/ and was presumably paid for that 3/4 .hour
at the Saturday rate or that the dispatcher, who worked most
Saturdays, was presumably paid at the Sunday double rate for
working 3/4 hour on Sunday. There is also apparently some

7/ ' r ' B-lf made an 'e r roF o FTT70 0 0 in adding the amounts for

Caudill 's regular rates, but the error was corrected in arriv

ing at the total of $94,906.05.

8/ B-E made an error of $1,000 in determining Mullins' wages

for the period 3/7/84 through 6/6/84 and the' total for Satur-

day wages must be corrected by $1,000 and that increases Mul-

lins1 total wages for the period by $1,000.

9/ B-E made an error of $9.00 in Caudill 's wages for Sunday

work for the period of 6/7/84 through 9/30/84, but the error

was corrected when B~E arrived at its total of $7,314.53 for

Sunday work.

10/ Caudill was paid for only 8-1/2 hours per shift on and

after November 27, 1984.

1R7S10-day extension of time
